

GENERAL ELECTRIC COMPANY 


1,000,000 ADDITIONAL SHARES OF 
COMMON STOCK (PAR VALUE $2.50 PER SHARE) 

IN CONNECTION WITH THE SAVINGS AND SECURITY PROGRAM 


Number of shares of Common Stock 
issued as of September 23, 1974: 
181,854,380 

(Excluding 3,712,968 Treasury Shares) 


Number of holders of Common 
Stock as of September 23, 1974: 
545,122 


DESCRIPTION OF TRANSACTIONS 


The Board of Directors of General Electric Company (hereinafter called the “Company”) has authorized 
the issuance and listing of an additional one million (1,000,000) shares of its authorized but unissued $2.50 par 
value common stock (hereinafter called “common stock”) for purposes of the Company’s Savings and Security 
Program (hereinafter called the “Program”). Previous Listing Applications to the New York Stock Exchange 
(hereinafter called the “Exchange”) were Nos. A-18288 dated June 1, 1959; A-18817 dated February 29, 1960; 
A-19518 dated February 27, 1961; and A-26563 dated October 11, 1968. After giving effect to the Company’s 
two-for-one stock split of April 29, 1971 (as provided for in Listing Application B-20 dated April 29, 1971), a 
total of 4,800,000 shares of the Company’s common stock has been listed on the Exchange and reserved for 
purposes of the Program, of which amount 193,198 shares remain unissued as of the date of this Listing 
Application. 

Accordingly, Application is hereby made to list upon official notice of issuance an additional 1,000,000 
shares of the Company’s common stock for purposes of the Program. Such shares may be issued from time to 
time to employee participants who have elected to invest their savings, or the Company’s proportionate pay-out, 
in the common stock of the Company in accordance with the terms of the Program. 


RECENT DEVELOPMENTS 


There have been no important developments materially affecting the Company or its business, since the 
Company’s most recent annual report, which have not received publicity. 


AUTHORITY FOR ISSUANCE 


The Board of Directors adopted the Program on October 10, 1958 and the share owners approved the 
Program on April 22, 1959. The Program has been amended from time to time since adoption by the Board of 
Directors pursuant to authority delegated to it by the share owners. The issuance of unissued shares of the 
Company’s common stock is provided for in the Program and has been authorized from time to time by the 
Board of Directors, the most recent and presently outstanding authorization having been granted by the Board 
of Directors on December 14, 1973. The Board of Directors at its meeting of September 13, 1974 authorized the 
listing of one million (1,000,000) additional shares of common stock on the Exchange for purposes of the 
Program. No further corporate action is necessary. 
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OPINION OF COUNSEL 


The opinion of Walter A. Schlotterbeck, Esq., Vice President and Corporate Counsel of the Company, has 
been submitted in support of this Application. This opinion states, among other matters, that (i) all proceedings 
necessary to authorize the issuance of the 1,000,000 shares of common stock pursuant to the Program have been 
duly taken; (ii) said 1,000,000 shares of common stock, when issued and delivered pursuant to the terms of the 
Program, will be validly issued, fully paid, and nonassessable; and (iii) no personal liability will attach to the 
ownership of any such shares under the laws of the State of New York, the Company’s state of incorporation. 

The Company has filed with the Securities and Exchange Commission on Form S-8 for registration under 
the Securities Act of 1933, as amended, shares of its common stock required for purposes of the Program. The 
latest of said registrations became effective by order of the Commission on April 11, 1974 (File No. 2-43465) 
and covered the issuance of an additional 3,000,000 shares for purposes of the Program. Copies of all 
Prospectuses relating to the Program have also been filed with the New York Stock Exchange. 


GENERAL ELECTRIC COMPANY 


By Russell E. Whitmyer 


Vice President and Treasurer 


The New York Stock Exchange, Inc. hereby authorizes the listing upon official notice of issuance of 
1,000,000 additional shares of Common Stock, $2.50 par value, of General Electric Company pursuant to the 
Company’s Savings and Security Program, making a total of 191,575,564 shares of common stock authorized to 
be listed. 


MERLE S. WICK, Vice President 
Division of Stock List 


JAMES J. NEEDHAM, Chairman of the Board 

New York Stock Exchange, Inc. 


